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WINDOWS AND SKYWGHTS
The machine shop of the Lehigh Valley Ry., at Sayre, Pa., will have the side windows of plane glass. The locomotive shop will have factory ribbed glass in the side windows and wire glass in the roof and monitor skylights.
About 25 per cent of the roof of the St. Louis Train Shed is skylight.
In the American Car and Foundry Company's shop at Detroit, about 27 per cent of the exterior surface is ribbed glass..
Fully 60 per cent of the exterior surface of the Steam Engineering Buildings for the Brooklyn Navy Yard is of glass.
FIG.
DETAILS OF SAW TOOTH WINDOWS FOR P. & L. E. R. R. SHOPS.    SEE FIG.ects on the upper surface of the latter. Wire netting is stretched under the skylights to prevent broken glass from falling; into the shops. The walls arc supplied with windows set at 12 feet centers, 55 panes to each sash.
